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[Abstract:] Transmits statement of Gold & Silver Bullion refined July & August 1880. 1010 


Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

October 19, 1880 


Sir, 


I respectfully present herewith Reports on Refining Bullion for the months of July and 
August, 1880, on the forms prepared by the Director of the Mint. 


May I ask you to submit to him the question, whether he wishes the Reports to embrace, 
besides the regular deposits of bullion, the bars of grains resulting from the daily melting of 
bullion, and containing both gold and silver. 


Very respectfully, 
Jas. C. Booth 
M&R 


Hon. A. Loudon Snowden, 
Superintendent. 


